HOUSE DESIGNS-L  B.i.S.F. TYPE B
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This house is one of three experimental types sponsored by the British Iron
and Steel Federation. Particulars of the production models are not yet
available. As will be seen, it is not strictly a prefabricated house, consisting
as it docs of a light steel frame which is erected on the site and to which a
variety of external finishes can be attached.
For a further discussion of this principle of construction and for other
illustrations of the B.I.S.F. types, the reader is referred to Section V of this
book, devoted to Light Steel Frames, which has been contributed by Mr.
Donovan H. Lee, M.Inst.C.E., the consulting engineer responsible for the
structural development.